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River City Power Washing is a genuine family owned and operated company that was created and 
developed right here in Austin, Texas 

River City Power Washing provides a professional service that leaves a lasting impression on our 
customers. We value our customers, our city and our unique natural environment. We take the time 
to understand our customer's needs and we are focused on delivering quality service. River City 
Power Washing has invested in the latest technology to protect our workers, clients, and 
environment. 

Eighty percent (80%) of our projects can be successfully completed without any additives. When 
the power of water, heat, and pressure are insufficient for the job, we use only biodegradable 
solutions to get the job clean and keep Austin green. 

Our equipment utilizes a recovery/recycle system that purifies the water ten (10) times better than 
standards require. 

River City Power Washing is committed to delivering high quality services to reduce or eliminate 
mold build up on your home, roof and concrete. We use low pressure and bio-degradable cleaners 
to prevent damage to your home and landscape areas. 



We specializes in LOW PRESSURE exterior house washing, roof cleaning, decks washing and siding 
restoration. Our Power Washing services are great for removing unsightly stains, graffiti, grease, 
and oil from concrete. 




How will your customers or residents view your property? 
A clean, well maintained exterior is vital to making sure 
your customers or residents first impressions are good 



ones! Customers and residents will feel safer in an environment that is inviting and clean. 

Keeping your business or property looking it's best is one of the most important things that you can 
do. When it comes to commercial pressure washing service in Austin Tx, you can count on River 
City Power Washing to get the job done right. 

Experience the difference we can provide your Austin business. Our professional and affordable 
commercial power washing services are enjoyed by restaurants, office buildings, institutions, 
apartment complexes, churches, schools and companies across Austin. Our company is licensed, 
insured and ready to talk to you about your specific needs. 



We can help you keep your construction and post construction area clean with our high powered 
pressure washing. River City Power Washing specializes in tenant space preparation and concrete 
cleaning. We are fully licensed and insured. 




Eliminate the Risk of Grease Fires with a Professional Restaurant Kitchen Vent Hood Cleaning & 
Exhaust System Service. Keep the hoods, ducts and exhaust fans in your kitchen free from 
obstruction with a professional cleaning by River City Power Washing. 

River City Power Washing is a certified and highly trained hood and duct cleaning company that 
works in accordance with NFPA96 standards. There is an average of over 33, 000 commercial 
kitchen fires every year in the United States, some with deadly consequences. It is River City Power 
Washing intent to keep your vent hood and duct system operating in a safe and efficient manner. 



Around any industrial location or project keeping the surface areas clean in and around your 
commercial or industrial building adds to the appeal of your business. River City Power Washing 
provides eco- friendly removal of surface and subsurface stains such as rust, oil stains, and more! 

River City Power Washing ensures professional quality results. We have all the proper water 
recovery systems in place and offer low water usage - 50% less than hoses. 



Warehouses 
Heavy Equipment Cleaning 
Special Projects 
Concrete Stains Clean Up 
Cooling Tower Cleaning 
Factories 

Construction Clean Up 
All Exterior Clean Up 
Maintenance Contracts 



Water conservation is important for the environment. It involves reducing the overall demand for 
water by increasing the efficiency of systems that utilize water. Water conservation should be 
employed by residences and especially businesses that use water. 

Conserving water by consuming less, wasting less, or reusing more reduces costs and postpones or 
eliminates the need for expensive and environmentally damaging new dams or similar water 
supply projects. Conservation is superior to new infrastructure development like dams and 
pipelines as a water management strategy because it is normally economical, environmentally 
benign and, frankly, wise. 




River City Power Washing is Austin's finest all exterior washing 
company for residential, commercial and industrial cleaning needs. 
We can clean any exterior surface. We provide homeowners, 
contractors and property owners cost effective solutions for their 
property maintenance needs while utilizing methods that protect our 
natural environment. We'll get it clean and keep Austin green! 



River City Power Washing has developed an innovative and cost effective method to clean the ducts, 
hoods and filters in your restaurants with the high quality results that you expect. Listed below is 
an outline of our process. 



For more information please visit 
http://www-rivercitypowerwashing.com 



